126    DOCKETED ITEMS

9203270272 Forwards Rev 4 to, "Millstone Unit 2,Cycle 11 Core Operating Limits Rept."
Rept revised to change total integrated radiai peaking factor limit.
SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities. 92/03/23.
Document Control Branch (Document Control Desk). 1p. 61164:196-61164:207.

-9203270273 Rev 4 to "Millstone Unit 2,Cycle 11 Core Operating Limits Rept."
* Northeast Nuclear Energy Co. 92/03/23.11pp. 61164:197-61164:207.

9203300291 Lists recent results from self-initiated pilot program for shift optimization.per
util 871223 Itr.Program developed to promote health awareness & altertness for rotat-
ing shift workers.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/23. Document Control Branch (Doc-
ument Control Desk). 4pp. 61198:357-61198:360.

Q. Inspection reports, IE Bulletins & correspondence

9203060421 Partial response to FOIA request for documents on allegations re Millstone
& Connecticut Yankee plants.Apps F & G documents enct & also available in
PDRPortion of App F documents withheld (ref FOIA Exemptions 6 & 7).
GRIMSLEY.D.H, Division of Freedom of Information & Publications Services (Post
890205). 91/08/21. GUILD.C. Winston & Strawn. 12pp. 60919:299-60920:260.

-9203060430 Discusses closeout of allegation file RI-88-A-0101.Follow-up insp of alle-
gation accomplished by Unit 2 allegation team insp & will be documented in Insp Rept
50-336/89-13.

MCCABE.E.C. Region 1 (Post 820201). 89/09/19. PERKINS.M. Region 1 (Post
820201). 7pp. 60919:359-60920:012.

-9203110369 Partially withheld Itr informing of NRC findings on recipient allegation re
motor-operated valve testing & related radiation exposure at Unit 2.lnsp rept 50-336/
88-28 encl documenting insp of Unit 2.

MCCABE.E.C. Region 1 (Post 820201). 89/05/26. Affiliation Not Assigned. 3pp.
60920:115-60920:123.

-9203110424 Forwards 890721 Itr & insp rept 50-336/89-11 to alleger. Allegation con-
sidered closed.

HAVERKAMP.D.R. Region 1 (Post 820201). 89/08/31. PERKINS.M. Region 1 (Post
820201). 1 p. 60920:252-60920:252.

-9203110426 Partially withheld Itr re finding on allegation RI-89-A-0071 concerning work
done on personnel air lock hatch that could have prevented personnel egress from
containment structure. Relevant parts of insp rept 50/336/89-11 encl.
HAVERKAMP.D.R. Region 1 (Post 820201). 89/08/31. Affiliation Not Assigned. 1p.
60920:253-60920:260.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9203020233 Forwards safety insp rept 50-336/91-31 on 911217-920207. No violations
noted,

WENZINGER.EC. Region 1 (Post 820201). 92/02/24. OPEKA.J. Northeast Nuclear
Energy Co. 3pp. 60731:187-60731:239.

-9203020236   Safety   insp   rept   50-336/91-31   on   911217-920207.No   violations
noted/Major areas inspectedtcontinuation of insp repts 50-245/91-23.50-336/91-27 &
50-336/91-29,including plant operations & engineering & technical support issues.
KELLY.E. Region 1 (Post 820201). 92/02/12. 50pp. 60731:190-60731:239.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203100076 Ack receipt of 920205 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-321/91-31 & 50-366/91-31.

JULIAN.C.A. Region 2 (Post 820201). 92/02/25. HAIRSTON.W.G. Georgia Power Co.
3pp. 60843:322-60843:324.

9202190371 NRC Info Notice 92-017. "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001-60392:011.

9203020230 Responds to NRC 920115 Itr re violations noted in Insp Rept 50-336/91-30
during 911116-920104.Corrective actions:all inservice testing programs will be re-
viewed for similar presentation errors & personnel trained re procedure steps.
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/26.
Document Control Branch (Document Control Desk). 5pp. 60783:110-60783:114.

9203020231  Responds to NRC 920113 Itr re violations noted in Insp Rept 50-336/91-29
on 911021-1216.Corrective actionsrwriters guide being revised to address step se-
quence & how to designate steps not required to be performed in sequence.
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/26.
Document Control Branch (Document Control Desk). 9pp. 60783:115-60783:123,

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203090203 Responds to NRC 920117 Itr re violations noted in insp rept 50-336/92-03
on 920107-10.Corrective actions:change to TS 4.7.6.1 will be proposed to replace
wording "operating" w/ word "aligned" to ensure proper sys alignment.
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/28.
Document Control Branch (Document Control Desk). 7pp. 60882:310-60882:316.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203100243 Notification of significant licensee meeting 92-33 w/util on 920326 at
Region I to discuss SALP board (Cycle 10).

KELLY.E.M.  Region   1   (Post 820201). 92/03/02.  Region  1   (Post 820201). 3pp.
60845:141-60845:143.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203110127 Responds to NRC 920207 Itr re violations noted in Insp Repts 50-245/92-
06,60-336/92-06 & 50-423/92-06 on 920113-17. Corrective actions:Procedures RAB
1-1 & RAB 1-3 modified to clarify responsibilities for record transmittal.
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/04.
MARTIN.T.T. Region 1 (Post 820201). 4pp. 60897:254-60897:257.

9203160095 Forwards enforcement conference repts 50-245/92-07, 50-336/92-07 &
50-423/92-07 on 920225.

JOYNER.J.H. Region 1 (Post 820201). 92/03/06. OPEKA.J.F. Northeast Nuclear
Energy Co. 4pp. 60908:280-60908:331.

-9203160098 Enforcement conference repts 50-245/92-07,50-336/92-07 & 50-423/92-
07 on 920225.Major areas discussed:safety significance of examples of inability by
some operators & emergency directors to properly classify insp events.
LUSHER.J.,   MCCABE.E.   Region  1   (Post 820201).   92/03/06.  48pp. 60908:284-
60908:331.

9203170279 Forwards safety insp repts 50-245/92-04.50-336/92-04 & 50-423/92-04 on
920105-920215  &  notice of violation.  Performance  deficiencies noted  in listed
areas.including control of plant configuration during design change process.
WENZINGER.E.C. Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear
Energy Co. 5pp. 60924:343-60925:045.

-9203170284 Notice of violation from insp on 920105-0215.Violation noted:during
second & third quarters of CY91,fire drills not conducted for all six fire brigade teams
at facility.

* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350.

-9203170290   Insp  repts  50-245/92-04,50-336/92-04   &   50-423/92-04 on  920105-
0215. Violations      noted.Major      areas      inspected:plant      operations.radiological
controls,maint,surveillance,outage activities.security.fire protection & periodic repts.
KELLY.E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045.

9203200078 Forwards insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on
920106-17.No violations noted.

DURR.J.P. Region 1 (Post 820201). 92/03/10. OPEKA.J.F. Northeast Nuclear Energy
Co. 2pp. 60970:151-60970:162.

-9203200082 Insp repts 50-245/92-01.50-336/92-01 & 50-423/92-01 on 920106-17.NO
violations         noted.Major         areas         inspected:         licensee        engineering
organization.staffing.communications, QA & training & mgt support.
PAOLINO.R.J.,   ANDERSON.CJ.   Region   1    (Post   820201).   92/03/03.    10pp.
60970:153-60970:162.

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/
92-05 on 920113-17.Noncited violation noted.

BETTENHAUSEN.L Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle-
ar Energy Co. 4pp. 61056:226-61056:247.

-9203240212 Insp repts 50-213/92-03,50-245/92-05.50-336/92-05 & 50-423/92-05 on
920113-17.Noncited violation noted.Major areas inspected:licensed operator requalifi-
cation training program.implementation & supporting records.

BRIGGS.LE., ESELGROTH.P.W. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230-
61056:247.

9203240248 Provides schedule for completion of review of responses to NRC Bulletin
80-004 re main steam line break reanalysis.per Insp Rept 50-336/91-28.Reviews of
bulletin & generic Itrs will be completed by 920831.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/17. Document Control Branch (Doc-
ument Control Desk). 2pp. 61099:344-61099:345.

R. Periodic operating reports & related correspondence

92030202SO "Millstone Nuclear Power Station Units 1,2 & 3 Semiannual Radioactive Ef-
fluents Release Rept,Jul-Dec 1991." W/920226 Itr.

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 91/12/31.
87pp. 60788:001-60788:087.

9203040012 Forwards fitness-for-duty program performance data for Jul- Dec 1991.
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/24. Document Control Branch (Doc-
ument Control Desk). 20pp. 60802:174-60802:193.

9203060262 Forwards "H add am Neck Plant & Millstone Station.Unit 1,2 & 3 Annual
Rept 1991." Rept contains summary of challenges to relief/safety valves.per commit-
ment in 800610 Itr.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/27. Document Control Branch (Doc-
ument Control Desk). 1 p. 60879:178-60880:254.

-9203060266 "Haddam Neck Plant & Millstone Station,Units 1,2 & 3 Annual
Rept,1991."

*  Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co, * Northeast
Utilities. 91/12/31. 250pp. 60879:179-60880:254.880:255-60880:315.tion.Failure to make timely corrective actions to support gauges in high
